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Message Text 


LIMITED OFFICIAL USE FRANKFURT 4786 

WARSAW FOR RSO; STATE FOR SY/OPS/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: CCC WATER CHILLER INSTALLATION 

REE: WARSAW 5002 

1. RTC TEAM TENTATIVELY SCHEDULED INTO WARSAW JUNE 26- JULY 
7. START DATE IS DEPENDENT UPON TIMELY RECEIPT OF VISAS, WHICH 
WERE APPLIED FOR JUNE 8, 1978. 

2. ASSUMING VISAS WILL COME THROUGH, PLEASE MAKE HOTEL ACCOM- 
MODATIONS FOR TWO PEOPLE FOR THIS PERIOD. LEHMANN 
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Draft Date: 14 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978FRANKF04786 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780250-0294 

Format: TEL 
From: FRANKFURT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 38 
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Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
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Retention: 0 
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Review Content Flags: 
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